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escape at intervals, and drip pegs on the under side, together
with necessary supply channels. A device of this character
requires very accurate setting and careful attention to see that
the notches do not become clogged. To operate this system,

Fig. 1

ft

Fig. 2

FFg.3

Fig. 34.   Stoddarfe distributor, 1899.
it is necessary that the rate of flow of the sewage into the trough
be fairly constant. The writer does not know of any installa-
tions of the Stoddart distributor in the United States, although
there may be such.
There have been a number of designs for distributors to be
mounted above the bed of circular form, and to revolve BO as
to distribute the sewage from arms placed radially. Such a
system is shown in Fig. 35, which is taken from Patent No.
678,979, issued to G. E. Riclgway.
The Scott-Moncriefif  distributor, shown   in Fig. 36, is  de-